4 CLASSIFICATION 
Xugne) BAS oe 


Me BX1X Set. - : 

cumumon! | ace ontawen ff 
vs ee : ONTE . Prior to Mar 1950 2 
DATE, OF GONTENT—Pxior to tar 1950. 


DATE OBTAINED Pe neDATE PREPARED. for] os) 


1h TTL CI SETA DLN EOE NOSIS PML OPE SIGE SOD, 


REFERENCES = 
PAGES _ mann ENCLOSURES (NO. 8 TYPE) eae | 
25X1X a a 


1, A restored barracks installation, covering an area of about 500x700 meters, 

was located on the east bank of the Noraca River, between the two southern 
bridges at Titograd (¥ 6/N.06),. The billeting area contained five large 
and several small brick buildings and was surrounded by a parbed-wire Fence. 
The troops quartered there in May 1950 were estinated at 1,500 to 2,000. © 
They were poorly and not uniformly clad. Their equipment included rifles, 
submachine guns and several artillery pieces of various calibers which were 
stored under canvas tarpaulins in the rear of the billeting area, A lieute~ 
nant colonel was the ranking officer, He wore wide epaulets braided with 

' gold cord. 


2, The southern bridge across the Moraca River at Titograd was opened to traffic 

: on 1 May 1918. The single-span structure had an overall length of 125 neters 
and a width of 22 meters, including sidewalks, It was about 18 meters above 
the stream at mean water level. The bridge was a steel structure with one 
arch about 80 meters long: the rosdway was of reinforced concrete. It was 
Plamed to lay a streetcar track on the bridge, 


3, The bridge in. the center was opened to traffic in November 1947. This high= 
way bridge was a minforced concrete girder bridge supported by one concrete 
piers it Was about 50 meters long and 12 meters wide, including sidewalks, 
and its height above the stream at mean water level was about 15 meters. 


he The northern bridge was an old suspension bridge which was to be dismantled, 


“oe Be The single-track narrow-gauge branch line from Titograd to Niksic (Y 36/G 80) 
= runs due north along the east bank of the Moraca River. 
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